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SUBJECT: AES MODEL 630 ALARM MONITOR 

1. THIS TSO HAS EXPERIENCED PROBLEMS WITH THREE AES 
ALARM MONITORS. THE EIRST RAILED AETER TWO WEEKS OF 
OPERATION IN YAOUNDE AND WAS RETURNED TO SY/OPS/T EOR 
REPAIR. DURING NEW INSTALLATION DAKAR TWO UNITS SEEM 
TO HAVE A SIMILAR PROBLEM BUT WERE DISCONNECTED BEFORE 
OPERATION CEASED. THE PROBLEM IS OVERHEATING OE THE 
BATTERY CHARGER/POWER SUPPLY CIRCUIT LEADING TO EVENTUAL 
DESTRUCTION OF CIRCUIT. 

2. THE FOLLOWING VALUES WERE MEASURED IN UNIT 185 WITH 
A SIMPSON MODEL 160 VOM: 

BATTERY VOLTAGE - NO LOAD 10 MILLIVOLTS 
CHARGING VOLTAGE - NO LOAD 7.2 VOLTS 
CHARGING VOLTAGE - LOADED 6.3 TO 5.2 VOLTS 
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CHARGING CURRENT 420 TO 200 MILLIAMPS 

POWER INPUT 210 VOLTS, 50 HERTZ 

3. CHARGING VOLTAGE MAINTAINS APPROXIMATELY ONE 
VOLT SPAN BUT BOTH LIMITS DECREASE SLOWLY. CHARGING 
CURRENT SPAN AND LIMITS APPEAR TO BE MORE ERRATIC. 
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4. BATTERY IS ELPOWER 610C GELCELL, SIX VOLTS, ONE 
AMPHOUR. 

5. UNIT 185 IS NOW IN OPERATION WITH BATTERY DISCONNECTED. 

PLEASE ADVISE IF UNIT IS CAPABLE OF BRINGING UP A FLAT 
BATTERY. IF BATTERY APPEARS DEFECTIVE, PLEASE SEND 
REPLACEMENTS. 

6. SERVICE MANUAL IS NOT AVAILABLE IN DAKR. 

DAVIS 
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